
Connect 12 

Counter Top Cooler 


itUCOSMETAi: 


WATER COOLERS 



The Connect 12 is an innovative stylish counter top cooler with many 
features designed to improve hygiene and serviceability. 

Direct cooling system 

Easy to open hot tank 

Control panel remote from delivery area 

No taps to sanitise 

Stainless Steal Coil 

Integrated cup dispenser 

Full drip tray indicator 

All models are available with optional ultra-violet system to constantly 
sterilise delivery area. 


Models: 

12A 

12H 


Cold & amb. 

Hot & cold 

Throughput: 



Cold: 

12 It/hr 

121t/hr 

Hot: 


8 It/hr 

Temperature: 



Cold: 

8 - 12°C 

8- 12°C 

Hot: 


90 °C 

Compressor: 

1/10 HP 

1/10 HP 

Power: 

150 Watt 

810 Watt 

Dimensions (mm): 

315 Wx 355 Dx665 H 

Net weight: 

17kg 

19 kg 


Options: 

UV: Ultra-violet lamp to constantly sanitise water delivery system. 
Colour: 



I III 


Dark grey Blue White Orange 

All colours have silver front panel 


Green 


UV System and cup 
dispenser 


